CHARLES RIVER DATA SYSTEMS, INC. 


4 TECH CIRCLE 
NATICK, MASS. 01760 
TEL: (617) 655-1800 


PRICE LIST 


am FLOPPY DISK SYSTEM FOR LSI-11 sitrtfq 
AND SINSr.E DENSITY OPERATICg^ 


Each FD-211 System includes; 

Dual SA800 Shugaxi: Drives 
IXoal Height Controller Card 
with: RX02 Instruction Set Compatibility 

Bootstrap loader (eliminates need for DEC REV or 
BDV card) 

Formatter 

Q—bus Interface Circuitry 
Sij" Enclosure with On-Off Circuit Breaker 
Front Panel Write-Protect Switches 
Power Supply with llOV or 220V input 60 or 50 Hz 
10' Ribbon Cable 
Instruction Manual 


QUANTITY 
1-9 
10 - 24 

F. O. B. - Natick, MA 01760 


PRICE 

$3,250.00 

$2,900.00 


Discounts apply to units sclieduled for delivery over a 

4^1 month period, with 1/3 of total nunber of units 
scheduled for delivery within the first six (6) months. 


Prices subject to change without notice. 
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